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US  EPA  REGION  6 

Private  Water  Well  Locations 
as  of  8/14/2015 

Gold  King  Mine  Spill 


Wells  Sampled 
Prior  to  8/14/2015 

Wells  Sampled  on 
8/14/2015 

Spill  Pathway 
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